IMPORTANT 


You must place the provided 
insulators into the unused MB 
plate punch-ups to avoid 
shortage. 


Place motherboard (MB) on MB plate as 
you would place for installation, 

Place provided insulator(s) into unused 
punch-ups that are covered by the MB as 
shown below, Secure MB to MB plate 


with provided screws. 


Punchaup Insulator 
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